Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 041049 
ORIGIN ARA-14 

INFO OCT-01 ISO-OO OES-07 /022 R 

DRAFTED BY ARA/ECA:JWCHAMBERLIN:TR 
APPROVED BY ARA/EC A : RWZIMMERM ANN 
ARA/ECA:NBOUTON 

045345 170506Z/15 

R 161545Z PEB 78 
FM SECSTATE WASHDC 
TO AMEMBASSY BRASILIA 
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E.O. 11652: N/A 
TAGS:TBIO, BR 

SUBJECT: ELECTRONIC ARTIFICIAL LARYNX 

REF: BRASILIA 1012 

1 . DEPARTMENT PASSED DR. STANISLAU KRYNSKI'S REQUEST FOR 
TYPE 6 ELECTRONIC LARYNX TO BELL REP IN WASHINGTON. SHE 
SAID THAT THERE IS NO TYPE 6, WHICH SHE CONFIRMED WITH BELL 
LABS. THERE IS, HOWEVER, A TYPE "A" AND A TYPE "B." TYPE 

"A" IS A FEMALE VOICE AND WAS THE FIRST TYPE PRODUCED; THE 
M B" MALE VOICE IS A LATER MODEL. 

2. BELL REP WISHESDR. KRYNSKI TO DESCRIBE THE DIFFERENCES 
BETWEEN THE MODEL HEHAS AND THE MODEL HE WANTS TO HELP 
THEM DETERMINE EXACTLY WHAT HE IS ASKING FOR. SHE SAYS 
SOMETIMES THE SCAR OR CONTINUING TREATMENT MAY MAKE USE 
DIFFICULT; IF THIS IS THE CASE, DR. KRYNSKI SHOULD EXPLAIN. 

3. DEPARTMENT EXPLAINED THAT DR. KRYNSKI HAD RECEIVED 
ORIGINAL MODEL GRATIS AND THAT IT APPEARED HE EXPECTED THIS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 041049 

ONE GRATIS. BELL REP SAID "I CAN WORK IT OUT,” BUT WOULD 
APPRECIATE CLARIFICATION OF THIS POINT. 

4. CONTACT AT BELL IS ANNE SNYDER. 1325 G STREET, N.W. 

ROOM 525, WASHINGTON. D.C. 20005, TELEPHONE (202) 392-8585. 
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SHE OFFERED TO SEND BATTERIES TO DR. KRYNSKI IF HE HAS 
TROUBLE GETTING THEM IN BRAZIL. VANCE 


UNCLASSIFIED 


NNN 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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